Yau Tsim Mong - Blue Certificate Building 


Name of Buildings awarded the Quality Water Supply Scheme for Buildings — Fresh Water (Management System) Certificate 
(as at 28 February 2022) 


15 Homantin Hill 

29 Austin Road 

618 Shanghai Street 

8 Hart Avenue 

8 Waterloo Road Tower 2 
Argyle Centre Phase I 
Bedford 28 

China Hong Kong City 

China Life Center 

Christian Family Service Centre The Jockey Club Building 
Empire Centre 

Florient Rise Tower 1 
Florient Rise Tower 2 
Florient Rise Tower 3 

Ginza Plaza 

Hanford Commercial Centre 
Hong Kong Pacific Centre 
Hua Chiao Commercial Centre 
K11 Art Mall 

K11 Atelier 

K11 Atelier (Tsim Sha Tsui) 
K11 Musea 

Kadooria Block A 

Kadooria Block B 

Kadooria Block C 

Kadooria Block D 

Katherine House 

Lodgewood by Nina Hospitality - Mong Kok 
MacPherson Place (Tower A) 
MacPherson Place (Tower B) 
Office Tower One, Grand Plaza 
Office Tower Two, Grand Plaza 
OfficePlus@ Mong Kok 
Olympian City 1 

Olympian City 3 

On Lee Building 

Pakpolee Commercial Centre 
Paxton 

Sheung Lok Estatec 

Silicon Tower 

SkyPark 

TAL Building 

The Astrid 

The Lamma Tower 

The Masterpiece 

The Platinum 

Tsim Sha Tsui Centre 

Wealth Commercial Centre 
Wylie Court Block A 

Wylie Court Block B 

Wylie Court Block C 

Wylie Court Block D 

Wylie Court Block E 


